Nexgard Spectra 

NexGard Spectra is an upgraded formula of the original NexGard, which controls tick 
and flea infestations on dogs. Nexgard Spectra combines afoxolaner and milbemycin, an 
anti-worm medicine, so as to provide nearly total parasite protection in one product. 
NexGard SPECTRA ® is delivered in a highly palatable beef-flavoured chew that kills 
adult fleas and is, indicated for the treatment and prevention of flea and tick infestations. 
Prevents heartworm disease and treats and controls hookworm, roundworm, whipworm, 
and lungworm infestations in dogs and puppies. NexGard Spectra is a monthly chewable 
treatment for dogs made with soy proteins and braised beef flavorings that dogs love. 
Nexgard Spectra is a broad spectrum oral flea and tick treatment for dogs. It is extremely 
palatable due to its beef flavor, and is relished by dogs. 

Make parasite protection easy and protect against fleas, ticks, mites, heartworm and 
intestinal worms - with just one tasty, monthly NexGard SPECTRA® chew! 

Nexgard Spectra is a revolutionary new parasite prevention product which protects your 
dog from fleas, ticks, intestinal worms, and heartworms for a full month. 



